SAFETY DATA SHEET 


SECTION 1. IDENTIFICATION OF THE SUBSTANCE OR MIXTURE AND THE SUPPLIER OR MANUFACTURER: 


HDS PolyVIL QV-530-XP 


1.1 Name of the chemical or mixture; 
PolyVIL QV-530-XP 


1.2 Other means of identification; 
Vinyl acetate homopolymer. 


1.3 Recommended use of the hazardous chemical or mixture and restrictions on use; 


It is used in the formulation of adhesives. 


1.4 Supplier or manufacturer data; 
POLYMEROS ESPECIALES S.A. DE C.V. 


Domicile: Eng. Antonio Gutiérrez Cortina No 21 
Parque Industrial Opción Km. 58 Carretera Querétaro — San Luis Potosi, 
San José Iturbide, Gto. C.P. 37980 


Telephone: 419 198 3100 


Web: www.polimerosespciales.com 


1.5 Telephone numbers in case of emergency. 
Plant 
Distribution Center 
SETIQ Mexico Cd & Zone 
Metropolitan 
SETIQ Interior of the Mexican Republic 


SECTION 2. HAZARD IDENTIFICATION: 


419 198 3100 
555 872 7483 
555 559 1588 


800 002 1400 


2.1 Classification of the hazardous chemical or mixture; 


Classification Appendix A) 
Acute toxicity (Category 5) 


Symbol No Pictogram 
Word of Caution: Attention 
Oral H303 
Cutaneous H313 

By inhalation H333 
Corrosion/skin irritations (Category 3) 
Symbol No Pictogram 
Word of Caution: Attention 
Hazard Indication H316 

Serious eye injury/eye irritation (Category 2b) 
Symbol No Pictogram 
Word of Caution: Attention 
Hazard Indication H320 


May be harmful if swallowed 
Can be harmful in contact with the skin 
It can be harmful if inhaled 


Causes mild skin irritation 


Causes eye irritation 


i 


PSOOCAOS 


Safety, Hygiene and Ecology Department 
Technical Service Department 


Other data: This classification of hazard identification is in accordance with Appendix A of NOM-018-STPS-2015 see Table A.2.1, Table 


A.2.2 and Table A.2.3. 


2.2 Elements of signage, including precautionary statements and precautionary pictograms; 


Name of the substance 
Hazard pictogram 

Word of Caution Attention 
Hazard indicators 


PolyVIL QV-530-XP 
No Pictogram 


H303 May be harmful if swallowed 


H313 May be harmful in contact with skin 
H333 May be harmful if inhaled 
H316 Causes mild skin irritation 
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H320 causes eye irritation 

Precautionary Statements P103 Read the label before use 
P262 Avoid contact with eyes, skin and clothing 
P273 Prevent release into the environment 
P302+P352 In case of contact with skin, wash with plenty of water 
P305+P352 In case of contact with eyes, wash with plenty of water 
P410+P403 Protect from sunlight. Store in a well-ventilated place 


P501 Dispose of the contents of the container in accordance with applicable 
local legislation 


Additional labeling: Contains Vinyl Acetate Residual Monomer <0.5%, may cause eye and skin irritation in case of prolonged contact. 


2.3 other hazards that do not contribute to the classification; 
This mixture does not contain components that are considered carcinogenic. 


SECTION 3. COMPOSITION/COMPONENT INFORMATION: 


3.1 For substances; 
N/A 


3.2 For mixes; 


Chemical identity of the mixture; 
Vinyl Acetate Homopolymer 


Common name, synonyms of the chemical or mixture; 
PolyVIL QV-530-XP 


Chemical name of the substance No. CAS Classification Concentration. 
Vinyl Acetate Homopolymer N/A N/A 54-56% 
Water 7732-18-5 N/A 44-46% 


Products that participate in the reaction and of which there is Residual Monomer. 


Chemical name of the substance No. CAS | Classification | Concentration. 
Vinyl Acetate Homopolymer 108-05-04 H225, H303, H332, < 0.5% 
H335, H351 


SECTION 4. FIRST AID: 


4.1 Description of first aid; 


General recommendations: In case of discomfort, go to the doctor. (If possible, show the label or this Safety Data Sheet.) 


Inhalation Place the affected person in a place with fresh air 

Skin contact Wash thoroughly with soap and water 

Eye contact Rinse with plenty of water, if irritation persists, consult your doctor 
Ingestion Drink plenty of water, it is recommended to consult a doctor 


4.2 Most important symptoms and effects, acute and 
chronic; Water exposure: 


Inhalation It can be harmful if inhaled 
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Skin contact May be harmful in contact with the skin 
Eye contact Causes eye irritation 
Ingestion Can be harmful if swallowed 


Chronic exposure: 
There is no evidence of harm. 


4.3 Indication of the need for immediate medical attention and, where appropriate, special treatment; 
Contact for prolonged periods of time may cause irritation, rinse with plenty of water, if irritation persists consult your doctor. 


No special procedures are required, but if necessary, submit this Safety Data Sheet. 
SECTION 5. FIRE MEASURES: 


5.1 Appropriate means of extinguishing; 
Use water, sand, ABC Dry Chemical Powder fire extinguishers, CO2 Carbon Bioxide fire extinguishers 


5.2 Hazards specific to hazardous chemicals or mixtures: 
When the water is evaporated and the polymer is dry, it can burn when it comes into direct contact with a flame, irritating vapors of 
Carbon Monoxide CO and Carbon Dioxide CO2 can be generated. 


This mixture can splash above 100° C. 


Use spray water to cool containers and structures exposed to fire, use water in the form of mist on the surface of the liquid to cause foam 
to form and put out the fire. 


5.3 Special measures to be followed by firefighting groups: 
Wear proper Personal Protective Equipment, do not be in the fire zone without proper Personal Protective Equipment. 


SECTION 6. MEASURES TO BE TAKEN IN THE EVENT OF AN ACCIDENTAL SPILL OR ACCIDENTAL LEAK: 


6.1 Personal precautions, personal protective equipment, and emergency procedures; 
As it is a non-hazardous product, it is recommended as a preventive measure to wear safety glasses with side covers, rubber gloves and 
work overalls that cover arms and legs. 


6.2 Environmental precautions; 
Prevent the product from spreading and reaching the drains, collect as much as possible and deposit it in suitable containers for disposal, 
through the authorized means. 


6.3 Methods and materials for the containment and cleanup of spills or leaks; 


In case of leakage: In case of drum or container leakage, stop the leak by plugging the generating source or if possible turn the 
container so that the leakage area is facing upwards. In the case of a storage tank, it is recommended to plug it without risk and 
once empty, repair it or if possible transfer the material. 


In the event of a spill: immediately form a dam with absorbent material (sand) or with the spill containment kit, preventing the 
product from spreading and reaching the drains, collect as much as possible and deposit it in containers suitable for disposal, 
through the authorized means. 


Once the residues that remain on the surface have been collected, they must be washed with water, making sure that the place 
is clean. 
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6.4 References to other sections; 
For handling this material and personal protective equipment, see sections 7 and 8 of this Safety Data Sheet. 


SECTION 7. HANDLING AND STORAGE: 
7.1 Precautions to be taken to ensure safe handling; 


Handling tips. 

> Use of personal protective equipment, see section 8. 

Hygiene tips. 

> Handle with appropriate industrial hygiene precautions, respecting safety practices. 

> Use only in areas provided with appropriate ventilation and extraction. 

> The facilities where this material is stored or used must be equipped with eyewash equipment. 


7.2 Secure storage conditions, including any incompatibilities; 
Under normal conditions the PolyVIL QV-530-XP product has excellent stability, it is advisable to keep it indoors and away from heat 
sources and UV radiation. We recommend the use of this product in a time not exceeding 6 months of storage. 


7.3 Specific end uses; 
For more information, please refer to the Technical Data Sheet. 


Other data; 
This material does not break down on its own, if handled and stored as directed. 


SECTION 8. EXPOSURE/PERSONAL PROTECTION CONTROLS: 


8.1 Control parameters; 
Do not mix or use this product if you do not know what process it is required for, consult your supervisor or direct manager. 


8.2 Appropriate technical controls; 
Use only in areas provided with appropriate ventilation and extraction. The facilities where this material is stored or used must be 


equipped with an eyewash equipment. 


8.3 Personal protective measures, such as personal protective equipment, Personal Protective Equipment; 
Safety glasses with side covers, rubber gloves and work overalls that cover arms and legs. 


SECTION 9. PHYSICAL AND CHEMICAL PROPERTIES: 


9.1 Information on basic physical and chemical properties; 


Appearance (Physical condition, color, etc.) Liquid, White emulsion 
Smell Characteristic 

Solid 54-56% 

Odor threshold N/A 

PH 4.0-6.0 

Melting Point/Freeze Point N/A 

Starting point and boiling range 100° C 

Flash Point N/A 

Evaporation rate N/A 

Flammability (solid/gas9 N/A 

Upper/lower flammability limit N/A 

Vapor pressure N/A 

Vapor Density N/A 

Relative density 1.09 g/cm3 approx. 
Solubility in water Soluble in all proportions 
N-octanol/water partition coefficient N/A 


POLÍMEROS ESPECIALES S.A. DE C.V. 
Date Reviewed: 26. 04. 21 Page 4 of8 


SAFETY DATA SHEET HDS 


PolyVIL QV-530-XP 


sata 


Spontaneous ignition temperature N/A 

Decomposition temperature N/A 

Viscosity 3,000 — 5,000 CPS. (Brookfield RVF spin 4 at 20 rpm. @ 22° 
c) 

Molecular weight N/A 

Movie Rigid 

Borax Compatibility Not Compatible 

lonic character Non-ionic 

Solvent resistance N/A 

Mechanical stability Good (Hamilton Beach Mixer; 15 mins @ 10,000 rpm). 


9.2 Other information: 
N/A 


SECTION 10. STABILITY AND REACTIVITY: 


10.1 Reactivity; 
Non-reactive 


10.2 Chemical stability; 
Stable 


10.3 Possibility of dangerous reactions; 
Under normal operating and use conditions there are no dangerous reactions 


10.4 conditions to be avoided; 
None known 


10.5 Incompatible materials; 
No evidence 


10.6 hazardous decomposition products; 
Under normal storage and use conditions there is no dangerous decomposition 


SECTION 11. TOXICOLOGICAL INFORMATION: 
11.1 Information on the probable routes of entry; 


Chronic exposure: 


Inhalation No evidence of harm 
Ingestion No evidence of harm 
Skin contact No evidence of harm 
Eye contact No evidence of harm 


11.2 Symptoms related to physical, chemical, and toxicological characteristics; 


Skin contact Prolonged contact spaces may cause mild irritation 


Eye contact Can irritate 


11.3 Immediate and delayed effects, as well as chronic effects produced by short- or long-term exposure; 


Skin contact Prolonged contact spaces may cause mild irritation 


Eye contact Can irritate 


11.4 Numerical measures of toxicity (such as acute toxicity estimates) 
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Acute oral toxicity LD50 2314.56 mg/kg (According to the "In Vitro 3T3 Neutral Red Uptake" 
protocol 
and written in accordance with ISO-10993-5) 

Water skin toxicity DI 50 > 2000 mg/kg (According to bibliographic sources) 

Acute inhalation toxicity No data available 

Corrosion or skin irritation Non-irritating 

Carcinogenicity This product does not contain any carcinogens 

Mutagenicity This product does not contain mutagenic substances 

Reproductive toxicity This product does not contain substances that are toxic to reproduction 


Other information: 
The indication has been deduced from toxicological analyses, determination of dermal irritation potential, determination of 
ocular irritation potential, dermal corrosion potential, products of similar composition and bibliographic sources. 


11.5 interactive effects; 
No evidence of harm 


11.6 where specific chemical data are not available; 
No data available 


11.7 Mixtures; 
Composition according to section 3 


11.8 Information about the mixture or its components; 
Composition according to section 3 


11.9 other information; 
Information on health risks is based on its components and results of a toxicological study. 


SECTION 12. ECOTOXICOLOGICAL INFORMATION: 
12.1 Toxicity 


Acute toxicity to fish, aquatic invertebrates, algae and bacteria: 
No data available 


Chronic aquatic toxicity, aquatic invertebrates, to soil-dwelling organisms, to terrestrial plants, and to other non-mammalian 
terrestrial species; 


No data available 


12.2 Persistence and degradability; 
No data available 


12.3 Bioaccumulation potential; 
No data available 


Ozone Layer Hazards; 
No data available 


12.4 Mobility on the ground; 
The means of mobility is the soil 


12.5 other adverse effects; 
The product should not be allowed to penetrate drains, pipes or natural soil. 


SECTION 13. INFORMATION REGARDING THE DISPOSAL OF PRODUCTS: 
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Eliminate according to local, national and international regulations. Wear appropriate clothing according to subsection 8.3. Prevent spills 
and cleanup runoff from reaching sewers. Make sure that the containers comply with proper washing and are properly labeled. 


SECTION 14. INFORMATION RELATING TO TRANSPORT: 


14.1 UN number; 
Not a dangerous product, according to applicable regulations 


14.2 Official United Nations Transport Designation; 
Unregulated 


14.3 Class(es) of hazards in transportation; 
Unregulated 


14.4 Packing/packaging group, if applicable; 
N/A 


14.5 Environmental risks; 
N/A 


14.6 Special precautions for the user; 
N/A 


14.7 Bulk transport in accordance with MARPOL Annex II 73/78 and the IBC Code 
N/A 


SECTION 15. REGULATORY INFORMATION: 


15.1 Specific safety, health and environmental provisions for the hazardous chemicals or mixtures concerned; 
The product has been classified according to the GHS criteria and NOM-018-stps-2015. 

TSCA Complies 

EINECS Complies 


15.2 Chemical safety assessment; 
A chemical safety assessment is not required for this product 


SECTION 16. OTHER INFORMATION INCLUDING INFORMATION RELATING TO THE PREPARATION AND UPDATING OF SAFETY DATA 
SHEETS: 


Date of issue: Revision: | elaborate: 
26/04/2021 0 Department of Safety, Hygiene and 
Ecology 


Acronyms and 
acronyms: (N/A) NOT 
AVAILABLE (N/A) NOT 
APPLICABLE 


GHS; GHS: The Globally Harmonized System of Classification and Labeling of Chemicals, developed by the United Nations. Globally 
Harmonized System (Globally Harmonized System). 
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SDS: Safety Data Sheet. me l 


CAS Number: A number assigned to a chemical substance by the Chemical Abstract Service of the United States of America. 
UN Number: Identification number for the transport of hazardous chemicals assigned by the United Nations. 


The information is believed to be correct, but is not exhaustive and will be used for guidance only, which is based on current knowledge 
of the chemical or mixture and is applicable to appropriate safety precautions for the product. 


The information provided is within our current knowledge and is intended solely as a guide to safe handling, use, processing, storage, 
transport, disposal and discharge and should not be relied upon as a quality assurance or specification. It refers only to the specified 
material and cannot be valid in combination with other materials or in any process, unless otherwise stated. 
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